Technical Specifications 


Model a630cl 

PL343AA 

Processor & Soeed 

AMD Athlon(B) XP2600+ 1 .917 GHz/333 

Chipset 

nForce2-IGP 

Motherboard 

Explorer4-GL6E (A7NBX-LA) 

RAM 

256/3200 MB 400 DDR SDRAM (runs@333) 

Maximum 

2 GB (2x1 024MB DDR SDRAM) 

Sockets 

Two 1 84-pin DDR DIMMs 

Size 

1 28, 256, 5 1 2 and 1 024 MB DDR DIMMs 

Free DIMM Sockets 

One 

Pairs Required 

No 

Type Supported 

JEDEC unbuffered DDR SDRAM DIMM specification 

Cache 

1 28 KB LI 51 2 KB L2 Intparatpd on Procpssor module 
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80 GB (7200 RPM1 

Ontical Drive 

DVD-ROM Drive- DVD (16x max 1 / CD-ROM f48x max 1 
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DVD -1 1 5ms / CD-ROM -95ms 
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DVD - 21 6/spr / CD-ROM - 7 2MB/ser 
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9 in 1 Card Render 

Comnart Flash l/ll Mpmorv Stirk/PRO MMC/SD Smart 
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Media, xD, Microdrive 

Video Graphics 

AGP 8X Graphics Card 

Controller 

nVidia FX5200XT 

Video Memory 

1 28 MB DDR, not upgradeable 

Video Connectors 

Composite & S-Video - PAL 
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1394 Card 

IEEE-1394, Integrated 

Sound 

AL V/, o Lhannel, Integrated on MB 

L-onTroiier 

KeaiTek AL^-Oour 

Chassis 

ranTner-LiTe, zDUrTv- roU 

USB Interface Specification 

USB 2.0 

External I/O Rear Connectors 
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4= USB, 1 = 1394, Serial, Parallel, 
Line-In, Line-Out; Microphone 

External I/O Front Connectors 

1= 1394, Line In; Microphone, Headphone, 9 in 1 Card 
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Expansion Slots (Total) 

3= PCI, 1=AGP 

Expansion Slots (FREE) 

3= PCI 

Drive Bays (Total) 

Two 5.25" external, One 3.5" external, 
One 3.5" internal 

Drive Bays (FREE) 

One 5.25" external, One 3.5" external 

Keyboard/Mouse 

One-touch Enhanced Keyboard, PS/2 Optical scrolling 
mouse 
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